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SUBJECT: STATUS OF CAPITAL HOSPITAL 

VICE PRESIDENT'S OFFICE HAS REQUESTED INFORMATION ON POST- 
EARTHQUAKE STATUS OF OLD PEKING UNIVERSITY MEDICAL CENTER, 
NOW KNOWN AS CAPITAL HOSPITAL, INCLUDING CHINESE PLANS FOR 
CONTINUED USE OR REPLACEMENT OF HOSPITAL BUILDING, WHICH 
SUFFERED EXTENSIVE DAMAGE IN THE EQRTHQUAKE. WE WOULD 
APPRECIATE ANY INFORMATION AVAILABLE TO THE POST AT THIS 
TIME, PLUS WHATEVER ADDITIONAL INFORMATION BECOMES 
AVAILABLE AT TIME OF REGIONAL MEDICAL OFFICER'S VISIT TO 
PEKING LATER THIS MONTH. 
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